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Midland Plant, Unit 2 Millstone Nuclear Power Station, Unit 1 Millstone Nuclear Power Station, Unit 2 Millstone Nuclear Power Station, Unit 3 Monticello Nuclear Generating Plant National Naval Medical Center Nine Mile Point Nuclear Station, Unit 1 Nine Mile Point Nuclear Station, Unit 2 North Anna Power Station, Unit 1 North Anna Power Station, Unit 2 North Anna Power Station, Unit 3 North Anna Power Station, Unit 4
North Carolina State Univ. PULSTAR Reactor
North Carolina State Univ. Research Reactor
Oconee Nuclear Station, Unit 1
Oconee Nuclear Station, Unit 2
Oconee Nuclear Station, Unit 3
Oyster Creek Nuclear Power Plant
Palisades Nuclear Plant
Palo Verde Nuclear Station, Unit 1
Palo Verde Nuclear Station, Unit 2
Palo Verde Nuclear Station, Unit 3
Peach Bottom Atomic Power Station, Unit 2
Peach Bottom Atomic Power Station, Unit 3
Pennsylvania State Univ. Research Reactor
Perry Nuclear Power Plant, Unit 1
Perry Nuclear Power Plant, Unit 2
Phipps Bend Nuclear Station, Unit 1
Phipps Bend Nuclear Station, Unit 2
Pilgrim Nuclear Power Station, Unit 1
Point Beach Nuclear Plant, Unit 1
Point Beach Nuclear Plant, Unit 2
Prairie Island Nuclear Station, Unit 1
Prairie Island Nuclear Station, Unit 2
50-330	153
50-245	30
50-336	161
50-423	254
50-263	54
50-170	16
50-220	24
50-410	240
50-338	163
50-339	165
50-404	238
50-405	238
50-297	100
50-111	11
50-269	60
50-270	62
50-287	85
50-219	22
50-255	43
STN-50-528	327
STN-50-529	330
STN-50-530	332
50-277	71
50-278	73
50-5	9
50-440	270
50-441	277
STN-50-553	335
STN-50-554	335
50-293	93
50-266	57
50-301	102
50-282	80
50-306	110
Quad-Cities Station, Unit 1
Quad-Cities Station, Unit 2
Raleigh Reactor
Rancho Seco Nuclear Generating Station
RESAR SP/90
Rhode Island & Providence Plantations AEC
River Bend Station, Unit 1
River Bend Station, Unit 2
Robert Emmet Ginna Nuclear Plant, Unit 1
Salem Nuclear Generating Station, Unit 1 Salem Nuclear Generating Station, Unit 2 San Onofre Nuclear Station, Unit 1 San Onofre Nuclear Station, Unit 2 San Onofre Nuclear Station, Unit 3 Saxton Nuclear Experimental Facility Seabrook Nuclear Station, Unit 1 Seabrook Nuclear Station, Unit 2 Sequoyah Nuclear Plant, Unit 1 Sequoyah Nuclear Plant, Unit 2 Shearon Harris Nuclear Power Plant, Unit 1 Shearon Harris Nuclear Power Plant, Unit 2
Shoreham Nuclear Power Station
Skagit Nuclear Power Project, Unit 1
Skagit Nuclear Power Project, Unit 2
South Texas Project, Unit 1
South Texas Project, Unit 2
St. Lucie Plant, Unit 1
St. Lucie Plant, Unit 2
Surry Power Station, Unit 1
Surry Power Station, Unit 2
Susquehanna Steam Electric Station, Unit 1
Susquehanna Steam Electric Station, Unit 2
Texas, Univ. of
Three Mile Island Nuclear Station, Unit 1
50-254	42
50-265	55
50-8	9
50-312	115
50-601	336
50-193	17
50-458	304
50-459	310
50-244	28
50-272	66
50-311	114
50-206	17
50-361	189
50-362	191
50-146	14
50-443	282
50-444	283
50-327	146
50-328	149
50-400	234
50-401	237
50-322	132
50-522	326
50-523	327
STN-50-498	320
STN-50-499	323
50-335	160
50-389	219
50-280	75
50-281	78
50-387	214
50-388	217
50-602	336
50-289	87
